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Message Text 


LIMITED OFFICIAL USE LA PAZ 6886 

LIMA FOR FAA REP 

E.O. 11652: N/A 
TAGS: EAIR, BL 

SUB J : FAA CERTIFICATION OF BOLIVIAN AS AVIATION MEDICAL EXAMINER 
REF: FAA ATLANTA 082000Z 

REGRET DELAY RESPONSE REFTEL. EMBASSY MEDICAL UNIT HAS 
CONFIRMED DR. GARCIA IS REGISTERED MEDICAL DOCTOR AND HAS 
TWO SHORT COURSES IN AVIATION MEDICINE. DURING 
CONVERSATION WITH MEMBERS OF LOCAL MEDICAL COMMUNITY, 
IMPRESSION RECEIVED THAT DR. GARCIA'S RELATIONS WITH 
COLLEAGUES NOT VERY GOOD. HE WAS PREVIOUSLY COMPLETELY 
UNKNOWN TO EMBASSY MEDICAL PERSONNEL. IF DESIRED, MEDICAL 
UNIT CAN RECOMMEND OTHER, PERHAPS MORE QUALIFIED 
CANDIDATES TO SERVE AS LOCAL FAA MEDICAL ADVISOR. 
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